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MEMORANDUM FOR: Deputy Director for Support 
SUBJECT : Work Order Number - 72-0506 


i. This memorandum contains a recommendation for your approval; 
such recommendation is contained in paragraph 2. 


2, it Is requested that you approve the attached work order. The 
estimated cost of this work order is $7, 600, 


3. This request has been tritiated to cover the cost of the alterations 
and renovations in BC11, which is required to support the installation of 


the 360/195 computer for OCS, The OCS computer hardware dell 
very 
schedule requires that all vault renovations be completed by | February 1972, 


ct tor of Logistics 
“The recommendation contained in paragraph 2 is approved. 
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